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INFO OCT-01 EUR-25 ISO-OO SCI-06 RSC-01 /041 R 
66612 

DRAFTED BY:DHEW/SRS:FRANCES L. WELLS 
2/22/74 EXT 245-50651 
APPROVED BY:SCI/MSBEAUBIEN 

DHEW/SRS: WILLIAM C. PEMBLETON SCI/SA:JGSAMPAS (INFO) 
EUR/EE:ESEGALL (INFO) 

016215 

R 221951Z FEB 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BELGRADE 

UNCLAS STATE 035772 

E.O. 11652: N/A 
TAGS: TPHY, OSCI, YO 

SUB J : MEDICAL EQUIPMENT FOR VERBAL TONAL SYSTEM PROJECT 
19-P-58441-F-01 

REF: HERBERT J. OYER'S LETTER TO SRS DATED JULY 6, 1973 

1) SRS FORWARDING BY PAN AMERICAN AIR CARGO, 2 CASES CONTAINING 
MEDICAL EQUIPMENT TO BE USED IN CONNECTION WITH THE ABOVE- 
REFERENCED PROJECT. 

2) SHIPMENT ARRIVES IN ZAGREB FEBRUARY 23, PAN AMERICAN FLIGHT 
NO. 21 1 AT 3:30 A.M. WAYBILL NUMBER 40391761. APPROXIMATE 
WEIGHT 285 LBS. 

3) PLEASE NOTIFY DR. PETER GUBERINA, PRINCIPAL INVESTIGATOR. 

4) AN ACKNOWLEDGEMENT OF RECEIPT OF EQUIPMENT IS REQUESTED. 
RUSH 



UNCLASSIFIED 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL FACILITIES, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE035772 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/SRS:FRANCES L. WELLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974021 5/aaaaanrj.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: HERBERT J. OYER'S LETTER TO SRS DATE, D JULY 6, 1973 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 APR 2002 by elbezefj>; APPROVED <03 DEC 2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL EQUIPMENT FOR VERBAL TONAL SYSTEM PROJECT 19-P-58441-F-01 
TAGS: TPHY, OSCI, YO 
To: BELGRADE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




